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SUBJECT: SYSTEM VI REVISION - ECP 79 
1 SUBJECT ECP REQUESTS THAT ONE EACH U=2A AND U~2C BE 
AVAILABLE AT THIS FACILITY FOR FIRST INSTALLATION OF SYSTEM 
Vi. IN ORDER TO MEET COMMITTED SCHEDULE IT 1S SUGGESTED THAT 
ARTICLE 358 REMAIN AT[ [UNTIL SYSTEM Vi PROVISIONS ARE 20°14 
INSTALLED. (APPROXIMATE DELIVERY WOULD BE 15 MARCH). 
>. IT 1S ASSUMED THAT ARTICLE 378 1S TO BE USED FOR 
FIRST INSTALLATION IN U-2A. 
2 3. IN ORDER TO INSURE CORRECT FIT AND runction,| | cous 
25X1A —o[___ RECOMMEND THAT THE REVISED SYSTEM V1 PROVISIONS 
| BE INSTALLED AT THIS FACILITY, RATHER THAN FIELD INSTALLATION 
BY KIT, ASSUMING OPERATING COMMITMENTS PERMIT . 
END OF MESSAGE 
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